Date: Thu, 18 Nov 93 04:30:29 PST 

From: Ham-Equip Mailing List and Newsgroup <ham-equip@ucsd.edu> 
Errors-To: Ham-Equip-Errors@UCSD.Edu 

Reply-To: Ham-Equip@UCSD.Edu 

Precedence: Bulk 

Subject: Ham-Equip Digest V93 #105 

To: Ham-Equip 


Ham-Equip Digest Thu, 18 Nov 93 Volume 93 : Issue 105 


Today's Topics: 
APT interface for PC 
tek / hp service manuals for sale 
Tentec Scout 555 or a Yaesu FT747GX? 


Send Replies or notes for publication to: <Ham-Equip@UCSD.Edu> 
Send subscription requests to: <Ham-Equip-REQUEST@UCSD.Edu> 
Problems you can't solve otherwise to brian@ucsd.edu. 


Archives of past issues of the Ham-Equip Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/ham-equip". 


We trust that readers are intelligent enough to realize that all text 
herein consists of personal comments and does not represent the official 
policies or positions of any party. Your mileage may vary. So there. 


Date: 17 Nov 93 00:00:00 GMT 

From: ogicse!emory!europa.eng.gtefsd.com!howland.reston.ans.net!pipex!bbc! 
usenet@network.ucsd.edu 

Subject: APT interface for PC 

To: ham-equip@ucsd.edu 


I want to build an interface board for a pc to decode APT pictures (NOAA, GOES, 
Meteor 

meteor) on a pe . I could I suppose design my own but by then I could have built 
someone elses. 

So Ia sk you has anyone the in fo on the interface described in QEX sep 88. 

Qex appears to be unavailbe in the UK. Or has any a circuit or any useful info. 


Please E-mail me as the news reader i have a really user unfriendly. 
Thanks a lot 


John. 


Date: 18 Nov 93 03:53:27 GMT 

From: news.service.uci.edu! balboa.eng.uci.edu! jrefling@network.ucsd.edu 
Subject: tek / hp service manuals for sale 

To: ham-equip@ucsd.edu 


I have the following manuals for sale: 


hp 3440a digital voltmemeter 

hp 6448b power supply (operating and service) $10 
hp 3312a function generator (operating and service) $20 
tek c-59 camera and accessories (instruction) $10 
tek tm-504 power module (instruction) $10 

tek ps-503a dual power supply (instruction) $10 
tek rm-547 oscilloscope (service) $40 

tek 556 oscilloscope (service) $40 

tek 115 pulse generator (service) $20 

tek dm-501 digital voltmeter (service) $15 

tek 7633/r7633 storage oscilloscope (service) $60 
tek 2465 oscilloscope (service) $60 


prices include shipping in continental usa. 


Date: 17 Nov 93 13:15:24 GMT 

From: ogicse!cs.uoregon.edu!news.uoregon.edu!netnews.nwnet.net!raven.alaska.edu! 
acad2.alaska.edu!auchd@network.ucsd.edu 

Subject: Tentec Scout 555 or a Yaesu FT747GX? 

To: ham-equip@ucsd.edu 


I am caught in a classic battle of ham radio. I'm trying to decide on a radio. 
I'm am stuck between a Tentec Scout 555 and a Yaesu FT747GX. Any information 
that you could provide me about these two radios would be appreciated and vital 
to clearing up my confusion. 


James Wiedle 
WL7NO 
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